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FBI reports 


Kennedy doctors puzzled 
-when they found no bullets 


WASHINGTON (UPI) - Doctors perfor- 
ming the autopsy on the slain president were 
initially puzzled because they found no bullets 
in the body of John F. Kennedy, or evidence of * 
an exit wound, according to FBI papers releas- 
ed Wednesday. 

But evidence found in Dallas, whHe the 
autopsy was underway at Bethesda Naval 
Hospital in Maryland, solved the mystery, the 
report said. 

But the fact that the body did not produce a 
bullet that could be traced to Lee Harvey 
Oswald s rifle has given conspiracy advocates 
the basis for a theory there was a second gun- 
man. 

. Kennedy’s body was flown back from Dallas 
after the assassination and immediately taken 
to Bethesda for the autopsy. Two FBI 
agents accompanied the body from Andrews 
Air Force Base and stayed throughout the 
autopsy. 

Their report, which had not been released 
before, said X-rays of Kennedy’s head showed 


approximately 40 particles of disintegrated 
bullet, but no exit wound for the remainder of 
the disintegrated bullet. 

Then a search was made of the rest of the 
body for other wounds for a complete bullet. 

" 'Inasmuch as no complete bullet of any size 
coujd be located in the brain area and likewise 
no bullet could be located in the back or any 
other area of the body and inspection revealed 
no point of exit, the invidivuals performing 
t h e autopsy were at a loss to explain why 
they could find no bullets,” the report said. 

But a Secret Service Agent at this point 
delivered a bullet he said someone had given 
him in Dallas, saying it had been found on a 
stretcher in the emergency room at Parkland 
Hospital, where Kennedy died. 

Informed of the bullet, i doctors concluded it 
could have "worked it’s way back out” of 
Kennedy’s body via the point of entry when 
cardiac massage had been performed. 

But the report states the FBI could not prove 
that Kennedy was ever on the stretcher on 
which the bullet was found. 


Efforts to save JFK in vain 


WASHINGTON (UPI) — John Kennedy’s 
heart was beating, but doctors found no sign of 
pulse or blood pressure in his body when it 
arrived at Dallas, Parkland Memorial 
Hospital on Nov. 22, 1963, FBI documents 
showed Wednesday. 

Seven minutes Later, there was "electrical 
silence of the p r e s i d e n t's heart. ” 

A medical summary prepared for the White 
House a day after the assassination outlines 
the frantic efforts doctors had made in the 
interim. 

Kennedy was connected to a respirator and 
later, an anesthesia machine. He underwent an 
emergency tracheotomy, was given blood 
transfusions and was injected in the ankle with 
a solution to correct dehydration. 


According to a summary prepared by Dr. 

,K«np^ Clark, director of neurological surgery, 
Kennedy arrived in the hospital emergency 
room at 12:43 p.m. The first doctor to examine 
his head wounds was resident surgeon James 
Carrico, who "noted the president to have 
slow, agonal respiratory efforts.” 

The report said Carrico "could hear a 
heartbeat but found no pulse or blood 
pressure to be present.” 

It said, "Two external wounds, one in 
the lower third of the anterior neck, the other 
in the occipital region of the skull, were noted. 
Through the head wound, blood and brain were 
extruding. ” 

Clark said Kennedy was given pure ox- 
ygen while doctors tried to improve his 
dehydrated state. * 
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